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What is the TASER® Assurance Plan? 

The TASER Assurance Plan (TAP) is our new service program, integrating 
warranty coverage for your current Conducted Energy Weapons (CEWs) with a 
free upgrade handle after the 5th payment along with on-site spare* so officers 
experience zero downtime. 

One Stop for Service and Support 

Only TAP gives you the service you need today and the protection you want 
tomorrow. Not only does TAP secure you today's price, it also guarantees a 
superior level of personal support for your CEWs and your agency for the next 
five years. Peace of mind: just another way TASER is putting your security first. 

Software Support Included 

Whether you are an armorer or patrol officer, you'll have access to prompt and 
personalized direct support from TASER experts on a wide range of topics. 

Hardware Coverage 

TAP provides "no questions asked" repair coverage for CEWs orTCAM HDs. No 
matter what happens, you can rest easy - we'll take care of it for you. 


Benefits 

New CEW After 5 Years 

Guaranteed upgrade cycle 
Budget Certainty 

Identify the exact yearly cost of your 
agency's TASER CEW program 

Upgrade Technology 

Without the time constraints 
associated with capital acquisitions 

Price Lock SAVINGS 

Protection from global inflation 
Conserve Capital 

Make your budget dollars work harder 
On-site Spare CEWs*: 

Officers experience zero downtime 


Features 

Full Program Deployment 
5 Year Terms 
No Pre-Pay Penalty 
Warranty Coverage Included 


What Products Qualify? 

X2™ CEWs 
X26P™ CEWs 
TASER CAM™ HD 


Questions 

Visit www.TASER.com/tap 
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*On-site spare CEWs available for purchases of 33 or more devices only. 











